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October 16, 1974 


TO: Board of Directors of T. I. I. L. 

FROM: William L. Steele 

SUBJECT: Test Results 

The situation is still the same on pub¬ 
lication of the results. No one seems to know 
why they haven l t been released. The Institute 
has, however, sent the Commission a letter 
reminding them of their agreement to publish 
test data at six month intervals and that such 
a time period has come and gone. 


William, L. Steele 

WLS/ps 

The Board of Directors of T.I.T.L. 

Dr. William W'. Bates 
Dr. Ivor W. Hughes 
Dr. Preston H. Leake 
Dr. Murray Senkus 
Dr. Alexander' W. Spears 
Dr. Helmut Wakehatn 

cc: Dr. W. B. Bennett, Jr. 

Mr. W. Brooks George 
Mr. Thomas W. Holley 
Mr. Frank Resnik 
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